Protects your precious color slides from 
*“dog-earing,” dirt, heat, finger-smudging! 
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New argus automatic 300 watt projector 


‘Treasured color slides that 
memories for you deserve to be 
ordinary care. 
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gus Automatic. It 





in an individual protective aluminum frame that 
locks out dog-earing, dirt, and finger-smudge 


damage forever. 


And once you’ve loaded the individual 


into the magazine, you need 
them. A simple 
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lens, shutter 








Features the Cintar f: 
speeds to 1/300, lens-c 
finder, plug-in  flashgun. 
able telephoto and wide-angle lenses 
make it extra-versatile. With 
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And that’s the kind they get from 


push-pull of the lever 
changes, and safely stores them—automatically. 
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treated with extra- 
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camera has a Ci lens—gets 
the picture even in dim light! Range- 
finder and viewfinder combined in one 
indow, lets you focus as you compose. 
hgun locks on camera, Only $84.50. 
Carrying case, $7.50. Flash, $7.50. 
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Manufacturers of precision photographic and optical instruments 


Argus Cameras, Inc., 


er, 1955 


Ann Arbor, Michigan 





Nove 


(Canadian address—Toronto 1, Ontario) 


wide, with no wi 
full-focusing, wide-angle £:3.5 . 
picture even in close quarters. Carrying case holds 
enough magazines for a two-hour show. Including 

se, automatic changer, and one 36- 
ne—$66.50. 








All prices subject to chan, 


During the longest show a_ powerful, built-in 
blower and special heat-absorbing condenser lens 
protects slides from heat, keeps them constantly 


nce of the 300-watt picture is screen- 
shed-out corners or spots. 1 
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New argus nstant-reading” 
light meter %1695 


Instantly and without figuring, pro- 

vides direct setting data for incident 

and reflected light. Just set film speed 

and read—the correct f:stop from f:1.4 

to f:22, the shutter speed Sern 1/1000 

to 2 minutes. Includes leather 
5. 
















Argus Super-Sensitive booster attac 
ment for a sur urate reading in 
dim light. Plugs into Argus Light Meter. 
With leather case, only $7. 
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